035305 
035306 


Cat. No. 
035310 


035315 
035320 


035321 
035322 
035330 


035331 
035332 
035333 
035334 
035335 
035336 
035337 
035338 
035339 
035340 
035341 


Cat. No. 


035400 


035401 


FO-55 Crystal Oscillator Unit 11 to 12.5 MHZ 
FO-58A Crystal Oscillator Unit 11 to 14 MHZ 


FREQUENCY METERS 
Specifications 


FM-6024 Three in one, Secondary frequency standard, 
signal generator and power meter. Complete with cable, dummy load, 
rechargeable battery and charger. 


C-12M For Marine Band Servicing, 2-15 MHZ, complete with batteries, less crystals. 


FM-2400CH (25 to 1000 MHZ) An accurate standard frequency signal for testing 
and adjustment of mobile transmitters and receivers at predetermined frequencies. 
Solid state circuitry, rechargeable Nickel-Cadmium batteries, Charger 

supplied. Less crystals. 


#246 IF Oscillator, 190 KHZ to 8 MHZ 
#241 Audio Oscillator, 1,000 HZ 


Model 6000 Modular Frequency Meter, with 601A Charger, less plug-in modules. 


Rechargeable nickel cadmium batteries, portable case. 
Oscillator Module 612, 2-10 MHZ 

Oscillator Module 613, 10-30 MHZ 

Oscillator Module 634, 30-40 MHZ 

Oscillator Module 634A, 30-40 MHZ 1.25 PPM 

60 Range Module 10-100 KHZ 

61 Range Module 100 KHZ-10 MHZ 

62 Range Module 10 MHZ-100 MHZ 


63 Range Module 100 MHZ-400 MHZ 


64 Range Module 400 MHZ-500 MHZ 
65 Range Module 500 MHZ-600 MHZ 


611 Special Modules, Oscillator for any frequency 10 KHZ to 2 MHZ, 
crystal controlled. 


ALIGNMENT OSCILLATORS 
Specifications 


Model 812 Portable case, solid-state, battery powered, 
individual trimmers for each crystal position. (70 KHZ-20 MHZ) 
.001% application. Less crystals. 


Model 814 Portable case, solid-state, positions for 12 crystals. 
(70 KHZ-20 MHZ) .01% applications. Less crystals. 


26.00 ea. 
26.00 ea. 


Price 


$345.00 ea. 
235.00 ea. 


595.00 ea. 
37.50 ea. 
37.50 ea. 


215.00 ea. 
75.00 ea. 
75.00 ea. 
75.00 ea. 
90.00 ea. 
26.00 ea. 
26.00 ea. 
26.00 ea. 
37.50 ea. 
37.50 ea. 
45.00 ea. 


By Quotation 


Price 


$145.00 ea. 


125.00 ea. 


035203 
035204 
035205 
035206 
035207 
035208 
035209 


Cat. No. 


035210 
035211 
035212 


Cat. No. 


035213 
035214 
035215 
035216 
035217 
035218 
035219 
035220 
035221 
035230 
035231 
035232 
035233 
035234 
035235 
035236 
035237 
035238 


035223 


OT-1140 Osc 100-140 MHZ 
OT-1160 Osc 125-160 MHZ 
OT-11 Ose 70-150 KHZ 
OT-12A Osc 150-400 KHZ 
OT-12 Osc 400-5000 KHZ 
OT-13 Osc 2000-12000 KHZ 
OT-14 Osc 10,000-20,000 KHZ 


OSCILLATOR CASES 
Specifications 
FOT-10 Basic case w/battery and output jack 


MT-1 Osc Board Mounting Kit 
MT-2 Socket and Plate for Osc Case 


OE CRYSTAL OSCILLATOR ELEMENTS 
Specifications 
OE-1 Osc Element 2-60 MHZ 


OE-1 Osc Element 61-139 MHZ 

OE-1 Osc Element 140-160 MHZ 

OE-5 Osc Element 2-60 MHZ 

OE-5 Osc Element 61-139 MHZ 

OE-5 Osc Element 140-160 MHZ 

OE-10 Osc Element 3-20 MHZ, 5 PPM —10 to +60 C 
OE-20 Osc Element 3-20 MHZ, 5 PPM —30 to +60 C 
OE-30 Osc Element 3-20 MHZ, 2 PPM —30 to +60 C 
OE-1P Osc Element 2-60 MHZ 

OE-1P Osc Element 61-139 MHZ 

OE-1P Osc Element 140-160 MHZ 

OE-5P Osc Element 2-60 MHZ 

OE-5P Osc Element 61-139 MHZ 


_OE-5P Osc Element 140-160 MHZ 


OE-10P Osc Element 3-20 MHZ, 5 PPM —10 to +60 C 
OE-20P Osc Element 3-20 MHZ, 5 PPM —30 to +60 C 
OE-30P Osc Element 3-20 MHZ, 2 PPM —30 to +60 C 


BROAD BAND AMPLIFIER 


Model 150-299 Broad band Amplifier, 10 to 1,000 MHZ 14 DB Gain 


8.00 ea. 
8.00 ea. 
8.00 ea. 
8.00 ea. 
8.00 ea. 
8.00 ea. 
8.00 ea. 


Price 


$15.50 ea. 


5.95 ea. 
3.50 ea. 


Price 


$13.50 ea. 
15.50 ea. 
19.50 ea. 
16.75 ea. 
19.75 ea. 
26.00 ea. 
19.75 ea. 
29.00 ea. 
60.00 ea. 
13.50 ea. 
15.50 ea. 
19.50 ea. 
16.75 ea. 
19.75 ea. 
26.00 ea. 
19.75 ea. 
29.00 ea. 


60.00 ea. 


$40.00 ea. 


Cat. No. 


035224 
035225 
035226 
035227 


Cat. No. 


035228 
035229 


Cat. No. 


035000 
035001 
035002 
035003 
035004 
035005 
035006 
035007 
035008 
035009 
035010 
035011 
035012 
035013 


Cat. No. 


035300 


035301 
035302 
035303 
035304 


OA10 and OA 11 OSCILLATOR-AMPLIFIER 
Specifications 
OA10 Oscillator-Amplifier .002%, 6-60 MHZ 50 OHM 


OA10 Oscillator-Amplifier .0005%, 6-60 MHZ 50 OHM 
OA11 Oscillator-Amplifier .002%, 6-60 MHZ 10K OHM 


OA11 Oscillator-Amplifier .0005%, 6-60 MHZ 10K OHM 


MOE CRYSTAL OSCILLATOR 


Specifications Price 
MOE-5 Crystal Oscillator, 6-60 MHZ 20- PPM $37.50 ea. 
MOE-10 Crystal Osciliator, 6-60 MHZ 5 PPM 58.00 ea. 


ACCESSORIES 
Specifications 
AC-95 Adapter with Hold Down Bracket 


AC-95 Adapter 

AC-9 Crystal Socket 

AC-9 Crystal Socket, Pkg. 10 
AC-5 Crystal Socket 

AC-5 Crystal Socket, Pkg. 10 
FM-2 Crystal Socket 

FM-2 Crystal Socket, Pkg. 10 
F-605 (Regular) Crystal Socket 
F-605 (Regular) Crystal Socket, Pkg. 10 
Fl-4 Crystal Socket 

Fl-4 Crystal Socket, Pkg. 10 
150-285 Sm Sig Attenuator 
150-286 Sm Sig Attenuator 


FREQUENCY METERS 
Specifications 


FM-5000 includes batteries, accessories and complete instruction manual, 
less oscillators and crystals. Shipping weight, 18 Ibs. 


FO-50 Crystal Oscillator Unit 100-299 KHZ 
FO-51 Crystal Oscillator Unit 300 KHZ to 11 MHZ 
FO-53 Crystal Oscillator Unit 7 to 8 MHZ 


FO-54 Crystal Oscillator Unit 8 to 11 MHZ 


PRICES EFFECTIVE 
eoul ae 


Thank you for your Catalog request, we are providing the enclosed ordering information for your use. These 
sheets contain current prices and new catalog numbers for all products. Upon request, ICM will forward 
detailed specifications on those items not fully described in the enclosed sheets. 


Inquires may be addressed to: 
ICM CUSTOMER SERVICE 
P.O. BOX 32497 
OKLAHOMA CITY, OK 73132 


All ICM crystal Catalog Numbers are made up of six digits. The 40’ series of numbers (41xxxx thru 49xxxx) 
are composite numbers with each digit indicating some specification of the crystal unit (range, holder type, 
load capacitance, etc.). These catalog numbers are used to order a crystal unit of specifications selected by 
the user, and the ordering procedure is fully described in the Catalog Sheets. When using the “40” series of 
numbers, you need to specify the CRYSTAL FREQUENCY only. 


Crystal Catalog Numbers other than the ‘‘40” series are used to order crystal units for specific commercial 
two-way equipment where the characteristics of the unit are unknown. Each of these catalog numbers refers 
to a specific crystal type and its specific application for use in commercial two-way equipment. When you 
submit an order using these numbers, the need for listing all of the specification data is eliminated, since this 
- information is stored and accessed by use of this catalog number. Also, when using these numbers, you need 
to specify the CHANNEL (OPERATING) frequency only. ICM will supply the correct Catalog Number for 
ordering specific two-way equipment units. If you will send us a list of your equipment, we will forward the 
matching Catalog Numbers for replacement crystals. Catalog numbers will also be printed on shipment 
enclosures and can be kept for reference in future orders for specific equipment. 


CRYSTAL OVENS 


Cat. No. Specifications Price 
035020 HO-9 Houses 1 or 2 HC-6/U crystal units (F-605). 
Octal tube base. (9 volt) $ 10.50 ea. 


035021 HO-9 Houses 1 or 2 HC-6/U crystal units (F-605). Octal tube base. 
Replacement RCA Oven. (9 volt) 13.95 ea. 


035022 HO-9 Houses 1 or 2 HC-6/U crystal units (F-605). Octal tube base. air 
Replacement GE Oven. (9 volt) 13.95 ea. 


035023 HO-9T Houses 1 or 2 HC-13/U crystal units. Thermostat, 
“Stevens Snap Action”. (9 volt) 15.75 ea. 


035024 HO-M6 Houses 1 HC-6/U crystal unit. Replacement for use in Motorola 
two-way communication equipment. (6 volt) 10.50 ea. 


035025 HO-M12 Houses 1 HC-6/U crystal unit. Replacement for use in Motorola 
two-way communication equipment. (12 volt) 10.50 ea. 


PLUG-IN TRANSISTOR OSCILLATORS . 
Cat. No. Specifications Price 


035200 OT-124 Osc 20-40 MHZ $ 8.00 ea. 
035201 OT-146 Osc 40-60 MHZ . 8.00 ea. 


035202 OT-161 Osc 60-100 MHZ | 8.006 


